ASTON VILLA FOOTBALL CLUB 


CENTRAL LEAGUE 

ASTON VILLA v SHEFFIELD WEDNESDAY 

WEDNESDAY 6th NOVEMBER 1985 
KICK-OFF 7.00 P.M. 


ASTON VILLA 

1. K. POOLE 

2. P. ROBINSON 

3. B. GALLACHER 

4. R. WALKER 

5. B. ORMSBY 

6. D. BRADLEY 

7. P. BIRCH 

8. G. SHAW 

9. P. KERR 

10. D. NORTON 

11. P. HOWELL 
SUB: M. FORMAN 


SHEFFIELD WEDNESDAY 

1. A. SMITH 

2. I. HESFORD 

3. A. GREGORY 

4. W. JACOBS 

5. P. SHIRTCLIFFE 

6. K. BROWN 

7. S. JOHNSON 

8. N. WORTHINGTON 

9. M. CHAMBERLAIN 
?.0. I. KNIGHT 

11. B. SHUTT 
SUB: S. CHAMBERS 


REFEREE - MR. A. W. SMITH 
LINESMAN - MR. R. W. HARRIS 
LINESMAN - MR. J. T. WILSON 

NEXT HOME MATCH - ASTON VILLA V SHEFFIELD WEDNESDAY 
SATURDAY 16th NOVEMBER 1985 
CANON LEAGUE 
KICK-OFF 3.00 P.M. 





